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SOAPS AND PROTEINS
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tions of potassium chlorid.   The control tube shows the familiar
liquid soap.   With progressive increase in the concentration of

the salt, the viscosity of the soap mounts steadily until in the
tube marked 10 such a solid gel is obtained that the tube may
be turned upside down without spilling the contents*